heal is derived mainly from the areas over which the arcs are
struck, hut it is rapidly disseminated by conduction and radia-
tion.

The Girod furnace resembles the Ileronlt structurally, but is
of simpler design, and differs from it m the manner in which the
current is applied, The smallest furnaces have one electrode
through which the* current enters, and the larger ones have two



or more which are electrically parallel The electrodes are sus-
pended through the roof of the furnace in such positions as will

give the most even distribution of heat. The current, after
forming arcs above the surface, passes through the charge and
out of the furnace through inetal conductors, These pierce the
hearth, making* contact with the charge,